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ACTION SY-05 

INEO OCT-OI NEA-IO ISO-00 /016W 

3II530Z 060247/53 

R30I106ZMAR 77 
EM AMEMBASSY NEW DEI .HI 
TO SECSTATE WASHDC 2241 
INEO AMCONSUL CALCUTTA 

CONEIDENTIAL NEW DELHI 4462 

STATE EOR A/SY/OPS/T 

CALCUTTA EOR PSO AND CRSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: CCC BACK VAULT DOOR 

REF:A. NEW DELHI 4091 B. CALCUTTA 0703 ( NOTAL) 

1 . TSO FOUND A MECHANICAL PROBLEM IN THE CALCUTTA CCC 
VAULT DOOR - MOSLER CLASS LIVE SERIAL NO. 04819 
DETAILS WILL EOLLOW IN FORTHCOMING TSR. 

2. BECAUSE OF THIS MECHANICAL PROBLEM TSO WAS ABLE TO 
OPEN THE VAULT DOOR SEVERAL TIMES BY EXERTING 

STRONG DOWNWARD PRESSURE ON THE DOOR HANDLE. ADJUSTMENTS 
MADE TO THE SAEETY ESCAPE MECHANISM SPRINGS DECREASED 
THE SEVERITY OF THE MECHANICAL TOLERANCE PROBLEM, 

AND FOLLOWING THIS ADFUSTMENT TSO WAS UNCABLE TO USE 
THE PREVIOUS METHOD TO GAIN ENTRY. 

3. ALL EXTERIOR HARDWARE WAS REMOVED EROM THE VAULT 
DOOR AND A METAL PLATE WELDED TO THE HANDLE HOLE. 

4. THE DOOR IS NOW EUNCTIONING ADEQUATELY. 
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5. ALARM MONITOR WAS REISNTALLED, AND THE PROPER 

OPERATION OE THE ULTRASONIC ALARMS IN TCU 

AND THE INERARED ALARM OUTSIDE THE VAULT DOOR WAS 

VERIFIED. 

SCHNEIDER 
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